
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

02/06/12 

Adam Foss 

Assistant District Attorney, Suffolk County 
Dear Mr. Foss, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample 

GC/MS testing was performed by Della Saunders. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Corbett email PRR 006568 






( 

Z)cA'^L 

clKe^L 1 



•l:VK*] ill*] R I vlV Sf illMfl^ fcf ■! il il£] ■•] 







Mit'iiilikkbsiKgmtwJBI 


LAB USE ONLY 

GROSS GROSS ANALYSIS 

QUANTITY WEIGHT i NUMBER 














o 


DRUG POWDER ANALYSIS FORM 



PHYSICAL DESCRIPTION: 
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0\'V lAjlvsVf 


wet- 1 ' tt 


PRELIWUNARY TESTS 
Spot Tests 

Cobalt i|L 
Thiocyanate ( ' ^ 

Marquis __ 



Mlcrocrvstalllne Tests 


Gold 

Chloride^ 

TLTA 


■~ 1 ' 


Froehde's 


OTHER TESTS 
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DRUG POWDER ANALYSIS FORM 




PRELIMINARY TEST RESULTS 
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GCim CONFIRMATORY TEST 

RESULTS _ OorcOi\Ji. 
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DATE_ 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

F:\Q4-201i\System8\l2 09 11\810832.D 

Operator ; 

DCS 

Date Acquired : 

9 Dec 2011 20:21 

Sample Name ; 

BLANK 

Submitted by ; 

Vial Number : 

2 

AcquisitionMeth; 

DRUGS.M 

Integrator : 

RTE 


Abundance TtC: 810832,DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 



810832.D Fri Feb 03 09:59:26 2012 Page i 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


P:\Q4-2011\System8\12_09_ll\810833.D 

DCS 

9 Dec 2011 20:36 

COCAINE STANDARD 


Vial Number r 16 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 

600000 

oi-r- 

Time-> 2.00 


47 


T — I ■ y - V r '‘T—\—j f" 7 — —T 

3.00 4.00 5.00 


TIC; 810833,D\dala.ms 


■'■■■■'■■T 'If >.I 1 I I I ....... I . , I I I I I I I I I p I I 

6.00 7.00 8.00 9.00_10,00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.747 

2S98668 

100.00 

100.00 


810833 .D 


Fri Feb 03 09:59:30 2012 


Page 1 


Corbett email PRR 006575 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System8\12_09_ll\810833.D 
DCS 

9 Dec 2011 20:36 

COCAINE STANDARD 

16 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.75 

C; \Database\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance Average of 4.717 to 4.909 min,; 810833.D\data.ms {-) 



810833.D Fri Feb 03 09:59:30 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-201l\System8\12_09_ll\810848 .D 
DCS 

10 Dec 2011 00:27 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


Abundance TIC: 810a48.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


810848.D Fri Feb 03 09:59:56 2012 
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Ret. Time 

Area 

Area % 

Ratio % 

2.064 

104852 

1.60 

1.82 

3.981 

504043 

7.71 

8.74 

4.753 

5769576 

88.23 

100.00 

4.897 

161093 

2.46 

2.79 


810849.D Fri Feb 03 10:00:01 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-201l\System8\12__09_ll\810849 .D 
DCS 

00:43 

KAC 

49 

DRUGS . M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C;\Database\NIST08.L 

C;\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

; 80 
; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 


2.06 


C ; \Database\PMW__TOX2 . L 
Cocaine-M/artifact -H20 
Vanillin AC 

MDA-M (desmethylenyl-methyl-) ME 


000000 - 00-0 
000000 - 00-0 
® 000000 - 00-0 


94 

32 

25 



810849.D Fri Feb 03 10:00:01 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System8\12_09_ll\810849.D 
DCS 

10 Dec 2011 00:43 


KAC 

49 

DRUGS.M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality; 80 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 4.7S C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.711 to 4.873 min.: 810849.D\dafa.ms (-) 



810849.D Fri Feb 03 10:00:01 2012 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System8\12_09_ll\810849.D 

DCS 

10 Dec 2011 00:43 


KAC 

49 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


4 4.90 G:\Database\PMW_TOX2.L 

Pyrene 

Fluoranthene 

PCM 


000129-00-0 32 
000206-44-0 32 
002201-40-3 23 



810849 .D 


Fri Feb 03 10:00:02 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2011\System8\12_09_ll\810850.D 

Operator 

DCS 

Date Acquired 

10 Dec 2011 00:58 

Sample Name 

BLANK 

Submitted by 

KAC 

vial Number 

2 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC; 810850.DVlata.ntis 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


810850.D Fri Feb 03 10:00:05 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P; \Q4-2011\System8\12__09_ll\810851 .D 
DCS 

: 13 

KAC 

SI 

DRUGS . M 
RTE 


Abundance 

5000000 

4000000 

3000000 


4.1'63 


TIC: 81Q851.D\dala.ms 


2000000 

1000000 


O^T! 1 1 1 ! * T 

Time-:> 2,00_3.00 

-T—— 1 —rA—y ■ t- i— i —r“]—r- 

4.00 5.00 6.00 

—,—,—j—,—,— j. 

7,Q0 

-7 1 t 1 r r-y-T-r-i—r—|—r r t i | r-r-i r~] r-i r- t™ 

8.00 9.00 10.00 lipO 12.00 

Ret. Time 

Area 

Area % 

Ratio % 

3.981 

1045931 

13.41 

15.49 

4.753 

6753449 

86.59 

100.00 


810851.D 


Fri Feb 03 10:00:09 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System8\l2_09_ll\810851.D 

DCS 

10 Dec 2011 1:13 


KAC 

51 

DRUGS.M 
RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS}} 


Qual 


1 3.98 C:\Database\NIST08.L 

Levamisole 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Levamisole 006649-23-6 97 



810851.D Fri Feb 03 10:00:09 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-201l\System8\12_09_ll\810851.D 
DCS 



KAC 

51 


DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality 
Minimum Quality 

: 80 
; 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 4.75 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.711 to 4.879 nrtin.: 810851 .DXdala.ms (-) 




810851.D 


Fri Feb 03 10:00:09 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-201l\System8\12_09_ll\810852.D 

DCS 



KAC 

52 


DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


3.981 507513 10.44 11.66 

4.747 4351970 89.56 100.00 


810852.D Fri Feb 03 10:00:13 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4-201l\Systera8\l2_091l\810852,D 
DCS 

10 Dec 2011 1:29 



52 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 3.98 C:\Database\NIST08.L 


Levamisole 

006649-23-6 

98 

Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 014769-73-4 

98 

Levamisole 

006649-23-6 

97 



810852.D 


Fri Feb 03 10:00:13 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator ; 


F:\Q4-2011\System8\12_09_ll\810852.D 

DCS 

10 Dec 2011 1:29 


KAC 

52 

DRUGS.M 
RTE 


Search 

Libraries: G:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 

2 

4.75 C:\Database\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


Average of 4.711 to 4.885 min.: 810852.D\data.ms (-) 



810852.D Fri Feb 03 10:00:13 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-201l\System8\12__09_ll\810853 .D 
DCS 

10 Dec 2011 1:44 


KAC 
53 

DRUGS.M 
RTE 


Abundance 

4000000 

3000000 

2000000 

1000000 


TIC: 810863,D\data.ms 


4.753 


3.981 


ov— 

Time-> 2.00_ 

"T“T- 

300 

T—1——f—r-^V~p~T~"T "T—T—}—1“ 

4,00 6.00 6.00 

' 1-T-T-t-T-V 

7.00 

—1—1—1—1 - J - } -p-y——1—1—p-i— X —1 ) 1 1 1 1 1 ] r--T- 1 

8.00 9.00 10.00 11.00 12.00 

....... 

Ret. Time 


Area 

Area % 

Ratio % 


3.981 


599645 

11.28 

12.71 


4.753 


4717233 

88.72 

100.00 



810853 .D 


Fri Feb 03 10:00:18 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 


F:\Q4-2011\System8\12_09_ll\810853.D 

DCS 

10 Dec 2011 1:44 



KAC 

53 

DRUGS , M 
RTE 


Search Libraries: C;\Database\SLI,L 

C;\Database\NlST08.L 
C: \Database\PMW__TOX2 . L 


Minimum Quality: 80 
Minimum Quality; 80 


PK# RT Library/ID 


CASff Qual 


2 4.75 C;\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


Average of 4.711 to 4.879 min.: 810853.D\data.ms (-) 



Abundance 


#29: COCAINE 



810853.D Fri Feb 03 10:00:18 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2011\System8\12_09_ll\810854.D 

DCS 

10 Dec 2011 2:00 

BLANK 


DRUGS.M 
RTE 


Abundance T(C: 810854.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


810854.D 


Fri Feb 03 10:00:22 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-201l\System8\l2_09 11\810855.D 
DCS 

10 Dec 2011 2:15 

BLANK 


DRUGS.M 
RTE 


Abundance TIG: 810855,D\<Ja(a,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


810855.D 


Fri Feb 03 10:00:26 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data Pile; 

F:\Q4-201l\System8\l2 09 11\810856,D 
DCS 

10 Dec 2011 2:30 

COCAINE STANDARD 

56 

DRUGS.M 
RTE 


Abundance 

2500000 

2000000 

1500000 

1000000 ; 

500000i 


TIC: 810856.DWata.ms 


4.747 


r r- y 

Time-> 2.00 

3.00 

n1—— f-i —? T r ■ f -7- 

4.00 5.00 6.00 

* ' ' f ' ' ' 

7.00 

8.00 9.00 10;0P_ 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4,747 


2397573 

100.00 

100.00 


810856 .D 


Fri Feb 03 10:00:32 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 

F;\Q4-2011\System8\12 09 

11\810856 .D 

Operator 

DCS 


Date Acquired 

10 Dec 2011 2:30 


Sample Name 
Submitted by 

COCAINE STANDARD 


Vial Number 

56 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 

1 4,75 C 

:\Database\SLI.L 



COCAINE 

000050-36-2 99 



810856.D 


Fri Feb 03 10:00:32 2012 


Page 2 


Corbett email PRR 006596 







